THE    TREATMENT    OF    MILK    BY    HEAT
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By courtesy of the Aluminium Plant and Vessel Co.,
FIG. 191.    A.P.V. "Batch" Pasteurisers.

By courtesy of the Creamery Package Co., Ltd.
FIG. 192.    C.P. Type " B " Pasteurising Plant.
heating agent is a mixture of steam and water, and, during the heating
period, the milk is agitated by means of a motor-driven paddle to
ensure maintenance of a uniform temperature. The outer shell is also